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LIMITED OFFICIAL USE PARIS 01751 

FOR OIC/RTC AND A/SY/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : X-RAY EQUIPMENT 
REF: FRANKFURT 0372 

1. POST HAS NOT REPEAT NOT RECEIVED X-RAY 
PACKAGE AND MAIL INSPECTION EQUIPMENT UNDER 
COUNTER-TERRORIST PROGRAM. 

2. RSO INVENTORY DOES CONTAIN ONE BUCKY X-RAY 
PORTABLE UNIT. MODEL A25542. PRINCIPAL OPERATOR 
OF UNIT IS RESIDENT SEABEE. 
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Disposition Reason: 
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Document Source: CORE 

Document Unique ID: 00 
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Executive Order: N/A 

Errors: N/A 
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Handling Restrictions: n/a 
Image Path: 
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Line Count: 42 
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Review Event: 
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